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Number Title 

A1.0 Basement Plan 

Al.1 Ground Floor Plan 
A1.2 Second Floor Plan 

A1.3 Thitd Floor Plan 

Al.4 Fourth Floor Plan 

A1.5 Fifth Floor Plan 

A1.6 Roof Plan 

A2.1 Front & Rear Elevations 
A2.2 Left and Right Elevations 
A2.3 Cross Sections 

A2.4 Longitudinal Section 
A2.5 Street Context Elevation 
A3.1 Street Level View 

AS2 Bird’s Eye View 
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